Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 12/5/2011 12:04:20 PM 

To: Byrne, Eric (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Eric.Byrne] 

Subject: RE: Amherst server 


Try 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


Ji m Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-2608 

ceuwm^m 


From: Byrne, Eric (DPH) 

Sent: Friday, December 02, 2011 2:08 PM 
To: Majewski, Christine (DPH) 

Cc: Calvagna, Patricia (DPH); Hanchett, James (DPH) 
Subject: RE: Amherst server 


Folk OIG PRR 100908 









Chris, 


UMass (or someone) will need to run a couple of cable drops from the server area in Jim's space to your new space. I'm 
not sure who pays for this or how. Jim, any ideas? 

-Eric 


From: Majewski, Christine (DPH) 

Sent: Friday, December 02, 2011 12:48 PM 
To: Byrne, Eric (DPH) 

Cc: Calvagna, Patricia (DPH) 

Subject: Amherst server 
Eric, 

I was upstairs in my new office space and plugged my laptop into the wall. It was not functioning. What can we do to get it 
on line with the Boston server? All the plugs need to function. One will be for a copier, printer, fax, scanner unit. I will be 
moving up there soon. 

Thanks, 

Chris Majewski, RS BS 
Food and Drug Inspector II 
MA Dept, of Public Health 
Food Protection Program 
305 South St. 

Jamaica Plain, MA 02130 

Desk 617-983-6753, Fax 617-983-6770 


Folk OIG PRR 100909 







